The Commonwealth of Massachusetts 

Executive Office of Heaith and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 



08/05/2011 


Byi’on Kiiiglit 

Assistant District Attorney, Suffolk County 


Dear ADA Knight, 

Enclosed is the infomiation you requested in regards to Commonwealth 
Included are copies of the following: 

1. Cuniculum Vitae for Aiuiie Dookhan and Stacey Desjardins. 

2. Drug Analysis Laboratory Receipt. 

3. Control Cai'ds with analytical results for samples # 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples 


Stacey Desjardins was the custodial chemist and performed the prelinainary testing and net weight 
for this sample. Annie Dookiian was the confirmatory chemist and analyzed the GC/MS data for 
this sample. 

If you have any questions about these materials, please call me at the number below. 


Sincerely,^ 

MmieTjooklian 
Chemist H 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
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Curriculum Vitae 


Annie Klian (Dookliaii) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistiy. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistiy. 

Experience: 

2003 - present 

Chemist L II . Massachusetts Department of Public Health, Drug Analysis Laboratoiy 

^Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratoiy, 

Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

^Responsible for the identification of illicit dings to detenuine violations of hannfu! and narcotic 
drug laws. 

^Trained in the use of complex analytical instrumentation, microscopes and balances for the 
puipose of drug analysis. 

^Maintenance and repairs of all analytical instruments. 

^Responsible for the Quality Control of all analytical instmments, reagents and control s/standards. 
"^Oversee the Quality Control/Quaiity Assurance program for the Drug Lab, 

^Writing, revising and reviewing Standard Operating Procedures (SOPs) and Protocols, 

^Notary Public, 

"^Qualified as an expert witness in Massachusetts Courts and li.S. District Court 
2001 -2003 

QC Analyst L IL UMMS-Massachusetts Biologic Laboratoiy, QC Material Control 

^Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department, 

"^Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA, 

^Writing, revising and reviewing Standard Operating Procedures (SOPs). 

"^Trained and supervised new chemists and interns for the department. 

^Routine QC testing of products for the FDA. 

^Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

^Calibration, preventive maintenance, QC and QA of analytical instnmientation. 

’^Complete testing of chemicals for Vendor Validation Project for the FDA. 

"^Compendial testing and inteipretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous ti'ainings) 

GLP/GMP Gaining with Massachusetts Biologic Laboratoiy. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS trainings with Agilent Technologies and Restek. 

MPLC and LC/MS/MS trainings with Waters Cooperation. 

FTIR training with Spectros. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 
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Stacey Lyn Desjardins 

Stacey. feiden@state. ma. us 


EDUCATION 


EXPERIENCE 


TRAINING 


COURSEWORK 


Master of Science—Forensic Science 
University of New Haven; West Haven, Connecticut 
May 2006 

• Concentration: Criminalistics 

• Certificate: Advanced Investigation 

Bachelor of Arts—Chemistry 
Monmouth College; Monmouth, Illinois 
May 2004 

• Graduated Cum Laude 
Chemist I 

Massachusetts Department of Public Health; Jamaica Plain, Massachusetts 
March 2009-present 

• Analyze unknown substances submitted by Massachusetts Law 
Enforcement Agencies 

• Operate, maintain, and interpret data from analytical equipment (Gas 
Chromatograph, analytical balance, microscope. Ultraviolet 
Spectrometer, Infrared Spectrometer) 

• Provide expert testimony to local, state, and federal courts in 
Massachusetts 

Teaching/Graduate Assistant 
Monmouth College Chemistry Department 
University of New Haven Forensic Science Department 
January 2001-May 2006 

• Supervised labs and answered student questions 

• Performed demonstrations using forensic techniques and chemicals 

Additional work experience and references available upon request 

2010: DEA Forensic Chemist Seminar—Washington DC 

2009: Multijurisdictional Counterdrug Task Force Training on Current Drug 
Trends 

2009: Six week training with Senior Staff at the Massachusetts Department of 
Public Health Drug Analysis Laboratory—appointed Assistant Analyst 

2005: Internship with the New Hampshire Stale Crime Lab 

Biomedical Methods of Forensic Science, Criminal Procedure, Forensic 
Microscopy, Advanced Criminalistics I and II, Forensic Toxicology, Advanced 
Investigation I and II, Physical Analysis in Forensic Science, Organic Chemistry I 
and !l, General Chemistry, Analytical Chemistry I and II, Physical Chemistry I, II, 
and III, Biochemistry, Advanced Inorganic Chemistry 
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DEPARTMENT 


BOOK# 


_{^- 3 .. . .... 

DRUG RECEIPT page # 76 _ 

DESTRUCTION it 

District/Unit_ h Oj _ 

Name & Rank of Arresting Officer __ ^ M _ ID#_ /g ohj. 
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DRUG RECEIPT 
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BOOK# 

t.vO 

PAGE# 
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DESTRUCTION # 


District/Unil _ A"" I ^ _____ 

Name & Rank of Arresting Officer Wivv ____ ID# iOOitfD 



DESCRIPTION OF ITEMS SUBMITTED 
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GROSS 
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ANALYSIS 
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BPD Form 0038-8IS 0907 (prev, 1753) 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested: 


AGENCY toaion analyst g)LD 

Evfdenoe Wt 


PHYSICAL DESCRIPTION: 'QinnCd SCOlCCl 

dindi brouin pou)ditf\j 

suDstancc \a pb 


Gross Wt ( ) 

Gross Wt ( I ) 
Pkg. Wt 
Net Wt 


0.52'Bn 




o.o 3 qg,fi 


O.HBtBH 




PRELIMINARY TESTS 
Spot Tests 


Cobalt 




Thiocyanate j_ ]_ 

Marquis _ @ 

Froehde's_ 

Mecke's 


<s 




MIcroctvstalline Tests 
Gold 

Chloride_ 

TLTAX_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

results h^rD\n 

DATE U'\&-\0 


GC/MS CONFIRMATORY TEST 
RESULTS 
MS 

OPERATOR Afii) _ 

DATE lo-n-lD 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested: 


AGENCY ftrig)\ori 


ANALYST fi\JD 
Evidence Wt \/ 


0 ZIYI'S 


PHYSICAL DESCRIPTION: " ■^Scaled Gr<>^sWt(g.): 0. £ lp 

- \\Qr\t bToujn \X)Lodcw cross wk i > 

&uDS\Qr\(x, \nZ ciouWc-bQnqed 

pfcl'o Net Wt 



onsadS 


O.C)U?t? f 


t 




- e-drQ pb = ^ .bM n 


PRELIMINARY TESTS 
Spot Tests 


Cobalt 

Thiocyanate j_ )_ 


Marquis _ 
Froehde's 
Mecke's 






0 


Mlcroctvstalllne Tests 
Gold 

Chloride_ 

TLTAX_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS \icro\r\ 

DATE \Q-fe-\0 


GC/MS CONFIRMATORY TEST 

RESULTS hern in 

MS 

OPERATOR A.'^P) _ 

DATE 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested: 


AGENCY ScBion 


ac= 


ANALYST 
Evidence WL 


5L0 


PHYSICAL DESCRIPTION: " Q \C^rVCCl "t scaled 

-\\Qn\ tonxoa \x>Lod-er\| 


Gross Wt ( ):_ 

CrossWl ( I ): O.CRZOO 


Pkg.Wt; 0.0?)Q? 

NslWt: O.O^ZQl 


t 


PRELIMINARY TESTS 
Spot Tests 


Cobalt 




Thiocyanate j^ 

Marquis_ 

Froehde's_ 

Mecke’s 






MlcrocrystalUne Tests 
Gold 

Chloride_ 

TLTAj_J__ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS hf.roi n 
DATE 


GC/MS CONFIRMATORY TEST 

results rifxnin 

MS 

OPERATOR AoD __ 

DATE U'fl-ID 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 




PRELIMINARY TEST RESULTS 

results C\C)nO“?CDC 


GC/MS CONFIRMATORY TEST 



Revised 7/2005 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Clonazepam 

Regulatory-Status: Schedule IV 

Ingredients 

Active-Ingredient: Clonazepam -1 MG 

Excipients: Lactose (Monohydrate) 

Magnesium Stearate 
Cellulose, Mlcrocrystalllne 
Povidone 
Water, Purified 
Starch, Corn 

D&C Yellow No. 10 Aluminum Lake 
FD&C Blue No. 1 Aluminum Lake 

Availability & Manufacturing 

Availability; United States 

Avallable-Container-Sfzes: Bottle of 100; Strip of 100; Inner Pack; Bottle of 1000; Bottle of 500 

Contact: leva Pharmaceuticals 

Product ID: 6576539 

AAPCC Code: 007000 - Benzodiazepines 

Registry Numbers: NDC 0093-0833-93 
NOC 0093-0833-19 

Physical Description 

Imprint: 93 - 833 - This tablet is debossed with 93 - 833 on the unscored side. 
Form: Ora! Tablet 
Color; Mottled Green 
Shape: Circle 

© 1974* 2010 Thomson Reuters. AH rights reserved. 


http://www.thomsonlicxoni/hcs/librarian/PFDefaultActionId/pf,PrintReady 6/15/2010 
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Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 


P; \Q2-‘2010\System4\06_16_10\725527,D 
ASD 

16 Jun 2010 19:20 

BLANK 


Vial Number 

AcquisitionMeth 

Integrator 


1 

DRUGS 

RTE 


Abundance TJC: 725527,D\data.ms 



Ret. Time 


Area Area % Ratio % 


integrated peaks*** 


725527.D Fri Aug 05 07:47:56 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data Filer 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System4\06_16_10\725528,D 
ASD 

16 Jun 2010 19:34 

HEROIN STD 

28 

DRUGS 

RTE 


Abundance TIC: 725528,0\data,ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.360 

1096661 

100.00 

100.00 


725528.D Fri Aug 05 07:48:01 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

Pile Name : F: \Q2-2010\System4\06__16__10\725528 ,D 

Operator i ASD 

Date Acquired : 16 Jun 2010 19:34 

Sample Name : HEROIN STD 

Submitted by : 

Vial Number : 28 

AcquisitionNe th r DRUGS 
Integrator : RTE 


Search 

Libraries: C:\Database\SLl.L 

C:\Database\NIST05a.L 
C:\Database\PMW TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT 

Library/ID 

CAStt 

Qual 

1 

5.36 

C:\Database\SLI.L 

HEROIN 

000561-27-3 

99 




725528,D Fri Aug 05 07:48:01 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F:\Q2~2010\SyStem4\06_16_10\725529.D 
ASD 

16 Jun 2010 19:47 

BLANK 
SLD 
1 

DRUGS 

RTE 


Abundance TiC: 725529.D\dala,ms 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 



725529.D Fri Aug 05 07:48:05 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2~2010\System4\06__16__10\725545 
ASD 

16 Jun 2010 23:26 

BLANK 
SLD 
1 

DRUGS 

RTE 


Abundance TIC: 725645. D\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


725545,D Fri Aug 05 07:48:20 2011 


Page l 
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Area Percent / Library Search Report 


Information from Data Filet 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-20lO\System4\0$__16_10\725546 ,D 
ASD 

16 Jun 2010 23:40 


$LD 

46 

DRUGS 

RTE 


Abundance 

150000 

100000 

50000 

0 


3i56 


2.632 


TIC: 726546.D\dala.ms 


5.361 


T'TT‘T"rT"7“T~r 


-p 


“p 


~pi 


rp 






T 


T 


“T 


T 


T!me-> 2.00 2.60 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret, Time 


Area Area % Ratio % 


2.632 

3.256 

5.361 


228087 

282145 

134200 


35.39 
43.78 
20.82 


80.84 

100.00 

47.56 


725546.D 


Fri Aug 05 07:48:25 2011 


Page 1 
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Information from Data File: 

File Name : F:\Q2~2010\System4\06_16_10\725546,D 

Operator : ASD 

Date Acquired : 16 Jun 201 Q 23:40 

Sample Name : 

Submitted by : SLD 
Vial Number : 46 

AcquisitionMeth: DRUGS 
Integrator : RTF 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

Ci\Database\PMW TOX2.L 


PK# 

RT 

Library/ID 


CASff 

Qual 

1 

2,63 

C:\Database\NIST05a,L 






IH-Purine-2,6-dione^ 

3,7-dihydro-1, 

000058-08-2 

98 



IH-Purine-2,6-dione, 

3,7-dihydro-1, 

000058-08-2 

98 



IH-Purine-2,6-dione, 

3,7-dihydro-1, 

000058-08-2 

96 







Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\System4\06_16_10\725546.D 

Operator : ASD 

Date Acquired : 16 Jun 2010 23:40 

Sample Name : 

Submitted by : SLD 
Vial Number : 46 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L 

C:\Database\NIST05a.L 
C:\Database\PMW_TOX2,L 

PK# RT Library/ID 


2 3,26 C:\Database\NIST05a.L 

Benzoic acid, 4-aminO'“, 2~(diethyla 000059-46-1 90 
Benzamide, 4-amino-N-[2-(diethylami 000051-06-9 64 
Benzamide, 4-amino-N-[2-(diethylami 000051-06-9 64 


Minimum Quality: 80 
Minimum Quality: 80 


CAS# Qual 



725546.D Fri Aug 05 07:48:26 2011 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F;\Q2~2010\System4\06_16_10\725546.D 

Operator : ASD 

Date Acquired ; 16 Jun 201 0 23r40 

Sample Name : 

Submitted by : SLD 
Vial Number : 46 

AcquisitionMeth; DRUGS 
Integrator : RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NlST05a.L Minimum Quality; 80 

C:\Database\PMW_T0X2,L 

PK# RT Library/ID CAS# Qual 


3 5.36 C:\Database\SLI.L 

HEROIN 000561-27-3 87 


Abundance Average of 6.329 to 5.461 min.: 726546.D\data.nns (») 



Abundance #1: HEROIN 


m/z-> 



725546.D Fri Aug 05 07:48:27 2011 Page 4 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q2"2010\System4\06_16__10\725547 .D 
ASD 

16 Jun 2010 23:53 

BLANK 
SLD 
1 

DRUGS 

RTE 


Abundance TIC: 726647,D\data.nns 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS* 


725547.D 


Fri Aug 05 07:48:31 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P: \Q2~2010\System4\06_16__10\72554B. D 
ASD 

17 Jun 2010 00:07 


SLD 

48 

DRUGS 

RTE 


Abundance TfC: 725648.D\data.ms 



Ret. Time 


Area Area % Ratio % 


2.627 
3.251 
5.356 


606965 32.15 77,03 
492711 26.10 62.53 
787964 41.74 100,00 


725548.D Fri Aug 05 07:48:35 2011 


Page 1 


Folk OIG PRR 038314 







Area Percent / Library Search Report 


Information from Data File; 

File Name ; F:\Q2-2010\System4\06_16_10\725548.D 

Operator r ASD 

Date Acquired ; 17 Jun 2010 00:07 

Sample Name : 

Submitted by ; SLD 
Vial Number ; 48 

AcquisitionMe t h; DRUGS 
Integrator : RTE 


Search Libraries; C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 2,63 C:\Datafoase\NIST05a,L 

lH-‘Purine-2,6-dione, 3,7-dihydro-1; 000058-08-2 98 
lH~Purine-2,6-dione, 3,7-dihydro-l, 000058-08-2 97 
IH-Purine-2,6-dione, 3,7-dihydro-1, 000058-08-2 96 


Abundance Average of 2.431 lo 2,759 min,: 725648.0\data.ms (-) 



20 40 60 80 100 120 140 160 180 200 220 240 260 280 



725548,D Fri Aug 05 07:48:36 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

P:\Q2-2010\System4\06 16 

10\725548.D 


Operator 

ASD 



Date Acquired 

17 Jun 2010 00:07 



Sample Name 




Submitted by 

SLD 



Vial Number 

48 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\Database\SLI,L 

Minimum 

Quality; 80 


C:\Datafoase\NlST05a . L 

Minimum 

Quality: 80 


C;\Database\PMW_TOX2,L 



PK# RT 

Library/ID 

CAS^j 

^ Qual 


2 3.25 C:\Database\NIST05a.L 

Benzoic acid^ 4-amino-, 2-{diethyla 000059-46-1 90 
3-Aminobenzoic acid, 2-diethylamino 010369-94-5 64 
Benzamide, 4-amino-N-[2-(diethylami 000051-06-9 64 



Abundance 


80 


60 


40 


20 


#82281: Benzoic acid, 4-amino-, 2"{diethylaiinino)ethyl ester 


30 42 f . 71 


m/z-> 


J- "T 
20 


40 


60 


99 


120 


110 


137 


164 


207 221 237 


i + 1 j j [ r r [ ( |~T—r-Y"T“T“T'ir“i— 

80 100 120 140 160 180 200 220 240 


-T”j”r-rT~T-j—T" 

260 280 


725548.D Fri Aug 05 07;48:37 2011 


Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 

P:\Q2-2010\System4\06 16 

10\725548.D 

Operator 

ASD 


Date Acquired 

17 Jun 2010 00:07 


Sample Name 



Submitted by 

SLD 


Vial Number 

48 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a .h 

C: \Database\PMW_TOX2 , L. 

Minimum Quality: 80 

PK# RT 

Library/ID 

CAS# Qual 


3 5.36 C:\Database\SLI.L 

HEROIN 000561‘“27-3 99 



Abundance #1: HEROIN 



725548.D Fri Aug 05 07:48:38 2011 


Page 4 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2010\System4\06__16_10\725549 .D 
ASD 

17 Jun 2010 00:20 

BLANK 
SLD 
1 

DRUGS 

RTE 


Abundance TIC: 726549.b\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


725549,D Fri Aug 05 07:48:42 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcguisitionMe t h 
Integrator 


F: \Q2-2010\System4\06_16__10\725550.0 
ASD 

17 Jun 2010 00:34 

SLD 

50 

DRUGS 

RTE 


Abundance TiC: 726550,D\daia.fns 



Ret. Time 


Area Area % Ratio % 


2.562 

2.631 

3.255 

5.355 


141668 

205013 

308910 

479691 


12.48 
18.06 
27.21 
42.25 


29.53 
42.74 
64.40 
100.00 


725550.D Fri Aug 05 07:48:52 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F; \Q2-2010\System4\06__16_10\725550 

Operator : ASD 

Date Acquired : 17 Jun 201 0 00:34 

Sample Name : 

Submitted by : SLD 
Vial Number : 50 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries; C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW__TOX2 ,L 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

2.56 

C:\Database\NIST05a.L 





Sorbitol 

000050-70-4 

91 



D-Mannitol 

000069-65-8 

86 



Glucitol 

026566-34-7 

86 



m/ 2 -> 40 50 60 70 80 90 100 110 120 130 140 150 16Q 170 160 190 200 210 220 230 240 250 260 


Abu ndance .#4 4770rs orbitol 

/p 

61 



fn/z-> 40 50 60 70 80 90 tOO 110 120 130 140 150 160 170 18pJ90 200 210 220 230 240 260 260 


725550,D Fri Aug 05 07:48:53 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q2~2010\System4\06__16_iO\72 5S5D.D 
ASD 

17 Jun 2010 00:34 


SLD 

50 

DRUGS 

RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW TOX2.L 


PK# RT 

Library/ID 


CAS# 

Qual 

2 2.63 

C:\Database\NIST05a.L 
IH“Purine-2,6-dione, 

3,7-dihydro-1, 

000058-08-2 

98 


IH-Purine-2,6-dionei 

3,7-dihydro’-i, 

000058-08-2 

98 


lH-Purine-2,S-dione^ 

3;7-dihydro-1, 

000058-08-2 

97 



Abiindance 

80 

60 

40 


20 


^^63168:1H“Puflne*-2,6-dtone, 3,7‘dihydrO“1,3,7-trimethyl- 
1^4 


109 


55 


42 


15 28 
J_1-.- 


m/z-> 


rp 

20 


■■T'yT'T'TVyt 

40 60 


82 




122 


136 


150 


165 


179 


( I T p T r T j ! ! J T' } r'l 

too 120 140 160 180 200 220 240 260 


TTpT’XTnp^T™rT~T~|’ 

280 300 320 


340 


725550.D Fri Aug 05 07;48;53 2011 


Page 3 


Folk OIG PRR 038321 







Area Percent / Library Search Report 


Information from Data Filer 

File Name ; F;\Q2~2010\System4\06_16_10\725550.D 

Operator : ASD 

Date Acquired ; 17 Jun 2Q1 0 00:34 

Sample Name : 

Submitted by : SLD 
Vial Number ; 50 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search Libraries; C:\Database\SLl.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


3 3,25 C:\Database\NIST05a.L 

Benzoic acid, 4-amino-, 2-(diethyla 000059-46”! 90 
Benzamide, 4-amino-N-[2-(diethylami 000051-06"9 83 
Benzoic acid, 4-amino-, 2-(diethyla 000059-46-1 72 


Abundance Average of 3.234 to 3M03 min.: 725550.D\data.ms (-) 



20 40 60 80 1 00 12Q _140 160 180 200 220_240_^260 280 

Abundance #82281: Benzoic acid, 4-amino-, 2-(diethy!aminojelhyl ester 

86 

80 


60 



725550.D Fri Aug 05 07:48:54 2011 Page 4 


Folk OIG PRR 038322 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Fi \Q2-2010\System4\06__16_10\725550 ,D 
ASD 

17 Jun 2010 00:34 


SLD 
50 

DRUGS 

RTE 


Search 

Libraries; C:\Database\SLI.L 

Minimum Quality: 80 


C:\Database\NIST05a.L 

Minimum Quality: 80 


C:\Database\PMW_T0X2.L 


PK# 

RT Library/ID 

CAS# Qual 


4 5.35 C;\Database\SLI, L 

HEROIN 000561-27-3 99 



Abundance #1: HEROIN 



725550.D Fri Aug 05 07:48:55 2011 


Page 5 


Folk OIG PRR 038323 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System4\06_lG_10\725551,D 
ASD 

17 Jun 2010 00:48 

BLANK 
SLD 
2 

DRUGS 

RTK 


Abundance TIC: 725551.0\data.ms 



Ret, Time 


Area Area % Ratio % 


**^NO INTEGRATED PEAKS*** 


725551,D Fri Aug 05 07:49:00 2011 


Page 1 


Folk OIG PRR 038324 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionNeth: 
Integrator : 


Data File: 

F: \Q2-2010\System4\06_16__10\725551 .D 
ASD 

17 Jun 2010 00:48 

BLANK 
SLD 
2 

DRUGS 

RTE 


Abundance TIC: 725551 b\<jata.ms 



Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS 


725551*D Fri Aug 05 07:49:11 2011 Page 1 


Folk OIG PRR 038325 




Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

P:\Q2"20l0\System4\06_16_10\725552.D 
ASD 

17 Jun 2010 1:02 

BLANK 
SLD 
2 

DRUGS 

RTE 


Abundanca TIC: 726552.D\data.ms 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


725552.D Fri Aug 05 07:49:15 2011 


Page 1 


Folk OIG PRR 038326 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
vial Number 
AcquisitionMeth 
Integrator 


P:\02-2010\System4\06__16_10\7255S3 .D 
ASD 

17 Jun 2010 1:15 

HEROIN STD 
SLD 
53 

DRUGS 

RTE 


Abundance TIC: 725553-D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.360 

1065496 

100.00 

100.00 


725553.D Fri Aug 05 07:49:19 2011 


Page l 


Folk OIG PRR 038327 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator r 


Data File: 

F:\Q2~2010\System4\06_16_10\725553.D 

ASD 

17 Jun 2010 1:15 

HEROIN STD 
SLD 
53 

DRUGS 

RTE 


Search 

Libraries: C:\Database\SLI.L 

C:\Database\NIST05a.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

o o 

00 GO 

PK# 

RT Library/ID 

CAStt 

Qual 

1 

5,36 C:\Database\SLI.L 

HEROIN 

000561-27-3 

99 


Abundance 

80 

60 

40 

20 

0 


43 


Average of 6.323 to 5,619 min.: 726553,D\data.ms (-) 


327 


268 


59 


81 


ii 


215 


115 "'1^162 




131 




,181 


Ji |T' 197| 


m/z>-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


,238262 


310 


284 


369 


i 342 


42£ 


#1: HEROIN 


43 


268 


327 


Abundance 

80 
60 
40 
20 

0‘ | ft V ' P VV ‘ r; “ VT ' fi j ’f' i i t P i i | i ^ i > i l^^|^|•^ " l I' f i iT - rp - r t 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 


216 


81 


59 

iiiilii, 


1 


115 146 


1:31 , 

kJaL 


162 


181 


1971 




238263 


310 


284 


369 


341 


725553,D Fri Aug 05 07:49:20 2011 


Page 2 


Folk OIG PRR 038328 















Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q2-2010\System4\06 16 10\725554.D 

Operator 

ASD 

Date Acquired 

17 Jun 2010 1:29 

Sample Name 

BLANK 

Submitted by 

SLD 

Vial Number 

2 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 


Abundance TIC: 725554,0\data,nis 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS^** 


725554,D 


Fri Aug 05 07:49:24 2011 


Page l 


Folk OIG PRR 038329 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q2-2010\System4\06_16_10\725554,D 
ASD 

17 Jun 2010 1:29 

BLANK 
SLD 
2 

DRUGS 

RTE 


Abundance .. TIC: 726564b\da!a.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


725554.D Fri Aug 05 07:49:53 2011 


Page 1 


Folk OIG PRR 038330 





Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System4\06_16_10\725565.D 

ASD 

17 Jun 2010 3:59 

BLANK 
SLD 
2 

CLONAZ 

RTE 


Abundance T(C: 725565.D\dala.ms 



Ret, Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


725565.D Fri Aug 05 07:50:53 2011 Page 1 


Folk OIG PRR 038331 




Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q2"2010\System4\06__16__10\725566 .D 
ASD 

17 Jun 2010 4:13 

CLONAZEPAM STD 
SLD 
66 

CLONAZ 

RTE 


Abundance TIC: 725566.D\data.ms 



Ret. Time 

Area 

Area % 

Ratio % 

5,422 

2918423 

100,00 

100,00 


725566,D 


Fri Aug 05 07:51:04 2011 


Page 1 


Folk OIG PRR 038332 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator ; 


Data File: 

F:\Q2-2010\System4\06_16_10\725566.D 
ASD 

17 Jun 20X0 4:13 

CLONAZEPAM STD 
SLD 
66 

CLONAZ 

RTE 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C;\Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 5.42 C:\Database\NIST05a,L 

2H“l/4-Benzodiazepin-2-one, 5- (2“Ch 001622-61-3 99 
2H-1,4-Benzodiazepin-2-one, 5-{2-ch 001622-61-3 99 
2H-1/4-Benzodiazepin-2-one, 5-(2-ch 001622-61-3 99 



725566,D 


Fri Aug 05 07:51:06 2011 


Page 2 


Folk OIG PRR 038333 















Area Percent / Library Search Report 


Information from Data File^ 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \Q2-2010\System4\06__16_10\725567 .D 
ASD 

17 Jun 2010 4:26 

BLANK 
BLD 
2 

CLONAZ 

RTE 


Abundanca TIC: 725567.0\data.ms 



Ret, Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


725567.D Fri Aug 05 07:51:10 2011 Page 1 


Folk OIG PRR 038334 

























Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\System4\06_16__10\725568.D 

Operator : ASD 

Date Acquired : 17 Jun 201 0 4:40 

Sample Name : 

Submitted by : SLD 

Vial Number : 68 

AcquisitionMeth: CLONAZ 
Integrator : RTE 


Search Libraries: C:\Database\SLl.L Minimum Quality: 80 

C;\Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 5.41 C:\Database\NIST05a.L 

2H-1,4-Benzodiazepin-2-one, 5-(2-ch 001622-61-3 99 
2H-1,4-Benzodiazepin-2-one, 5-(2-ch 001622-61-3 99 
2H-1,4-Benzodiazepin-2-one, 5-(2-ch 001622-61-3 99 


Abundance Average of 6.364 to 6.691 min.: 726568.D\data.ms (-) 



m/z-> 40 60 80 100 120 140 ,1^ ^ 200 220 240 260 280 300 


725568.D Fri Aug 05 07:51:16 2011 Page 2 


Folk OIG PRR 038336 














Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired t 
Sample Name : 
Submitted by j 
V ial Number : 
AcquisitionMeth: 
Integrator : 


Data File! 

F: \Q2-2010\System4\06__16_10\725569.D 
ASD 

17 Jun 2010 4:54 

BLANK 
SLD 
2 

CLONAS 

ETE 


Abundance 

5000 

4000 

3000 

2000 

1000 


TIC: 725569.D\data.fins 





* r ']r-T-T-- > I ' j I I j r -j' i t i i } i i i i | i ; < i | i i < i ( ( r ‘ r ‘ r ' pri > > } i m f ; ^, , , , 

Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.60 8.00 8.60 9.00 9.50 10.00 


Ret, Time 


Area Area % Ratio % 


**^N0 INTEGRATED PEAKS*** 


725569,D 


Fri Aug 05 07:51;19 2011 


Page l 


Folk OIG PRR 038337 








Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q2-20iO\System4\06_16_10\725570.D 
ASD 

17 Jun 2010 5^08 

BLANK 
SLD 
2 

CLONAZ 

RTE 


Abundance TIC: 725570.D\data.nris 



Ret. Time 


Area Area % Ratio % 


integrated peaks*** 


725570,D 


I 


Fri Aug 05 07;51:39 2011 


Page 1 


Folk OIG PRR 038338 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\System4\D6_16_10\725571.D 
ASD 

17 Jun 2010 5:21 

CLONAZEPAM STD 
SLD 
66 

CLONAZ 

RTE 


Abundance T!C: 726571 D\data,ms 



Ret. Time 

Area 

Area % 

Ratio % 

5.422 

2917516 

100.00 

100.00 


725571.D Fri Aug 05 07:51:43 2011 Page 1 


Folk OIG PRR 038339 






Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q2-2010\System4\06 16 

10\725571.D 

Operator 

ASD 


Date Acquired 

17 Jun 2010 5r21 


Sample Name 

CLONAZEPAM STD 


Submitted by 

SLD 


Vial Number 

66 


AcquisitionMeth 

CLONAZ 


Integrator 

RTE 


Search Libraries: C:\Database\SLI.L 

Minimum Quality; 80 


C:\Database\NIST05a.L 

Minimum Quality: 80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CAS# Qual 


5,42 C;\Database\NISTO 5a.L 

2H-1,4-Benzodiazepin-2-one, 
2H-1,4-Benzodiazepin-2’-one, 
2H-1,4-Benzodiazepin-2-one, 


5-(2-ch 

001622-61-3 

99 

5-(2~ch 

001622-61-3 

99 

5-(2-ch 

001622-61-3 

99 


Abundance 


Average of 5.358 to 6.681 niln.: 725571.D\dala.tns (-) 



725571.D Fri Aug 05 07;51;44 2011 


Page 2 


Folk OIG PRR 038340 






















Area Percent V Library Search Report 


Information from 
File Name i 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data Pile: 

P:\Q2-2010\System4\06_16_10\725572.D 

ASD 

17 Jun 2010 5:36 

BLANK 
SLD 
2 

DRUGS 

RTS 


Abundance TIC: 725572.D\data,ras 



un-p-r 

Time-> 2.00 

2.50 3.00 3.60 4.00 4.60 

5.00 6.50 6.00 6.60 

T T~TT"y'T"T'Tn~p-T n"p~rT~I'']“T'T-T xpr-T’T T 

7.00 7.50 8.00 8.50 9.00 9.50 


Ret, Time 

Area 

Area % 

Ratio % 


INTEGRATED PEAKS*** 


725572.D Fri Aug 05 07:51:49 2011 Page 1 


Folk OIG PRR 038341 






